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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the 
Shipbuilding Sectional Committee had been approved by the Transport Engineering Division Council. 

In order to achive harmony with the international practices this Indian Standard is based on ISO/R 784:1968 
Conventional signs to be used in schemes for the installation of sanitary system in ships* brought out by 
Inlernational Organization for Standardization (ISO). 

IS 9752 : 1981 ^'Conventional signs for the installation of ships' ventilation and pipeline systems," elaborately 
cover all signs for ships' ventilation and pipeline systems. TTiis Indian Standard cover signs of typical plans 
for sanitary systems in ships. 
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1 SCOPE 

This standard covers conventional signs to be used 
in schemes of typical plans for sanitary systems in 
ships. 

2 REFERENCE 

2.1 The following Indian Standard contains 
provisions which through reference in this text, 
constitutes provision of this standard. At the time 
of publication, the edition indicated was valid. All 
standards are subject to revision, and parties to 
agreements based on this standard are encouraged 
to investigate the possibility of applying the most 
recent edition of the standard indicated below: 



IS No, 



Title 



9752 : 1981 Conventional signs for the installation of 
ships* ventilation and pipeline systems 



3 GENERAL SIGNS AND SYMBOLS 

3.1 The symbols have been classified in the 
following three categories : 

a) General conventional signs, 

b) Pipes and pipe joints, and 

c) Valves and supply fittings. 

3.2 The general conventional signs concern 
symbols representing principal parts. The other 
signs are derived from the general basic signs. 



4 SYMBOLS 

4.1 General Conventional Signs 



Clause No. 


Description 


Symbol 


4.1.1 


Pipe 






4.1.2 


Pipe with indication of direction of flow 


•^ - 


4.1.3 


Valve and supply fitting 


\X] 



4.2 Pipes and Pipe Joints 



Clause No. 


Description 


Symbol 


4.2.1 


Tail (end piece) for connection 


. r^ 


— vy 


4.2.2 


Plug 


] 


4.2.3 


Pipe with shower rose 


w 


M 
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4.3 Valves and Supply Fittings 



Clause No, 


Description 


Symbol 


4.3.1 


Self-closing angle valve 


^ 


4.3.2 


Tap (bib or pillar) 


>- 


4.3.3 


Bib tap with tail (end-piece) for hose 


i>- 


4.3.4 


Swivel tap with delivery nozzle 


D^ 


4.3.5 


Ball valve 


[y' 


43.6 


Self-closing tap (bib or pillar) 


^ 


4.3.7 


Urinal valve 


[>- 


4.3.8 


Mixing valve 


o 


4.3.9 


Swivel mixing valve with delivery nozzle 


^ 


4.3.10 


Combined bath and shower fitting with 
shower arm and lower dicharge nozzle 


< 


> 


4.3.11 


Combined bath and shower fitting with 
flexible tube and handspray and lower 
discharge nozzle 


< 


It 

> 


4.3.12 


Self-closing lavatory supply fitting 


< 


p 


4.3.13 


Anti-scalding mixing valve 


<£> 



NOTE — The conventional signs given in 4.3 may be combined with appropriate other symbols, such as the control and regulation 
given in IS 9752. 
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